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Four GFA furnaces. 

Draperies in off-white color throughout. 

Metal soffets and facia. | 

Rain gutters, front and rear. 

Separate metering for all utilities except water. 


Washer and dryer hookups in the bathrooms of all 


Complete all water and sewer hookups. 

Asphalt parking which complies with Orem City Code. 
Sprinkling system, T Valve. 

Lighting fixtures in all units. 

Tile or cultured marble under the window sills. 


Kitchen Linoleum Installation: 


